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4.  The letters of the German C.-in-C. were handed
over.   I impressed on the mind of the Fleet Com-
mander the necessity for maintaining the number of
men in the ship-keeping parties for particular ships.
5.  In answer to my question as to which of the neutral
ports we would be interned in, came the reply that
they were not known.
6.  The English Admiral informed me that should I
wish to speak to him I should announce my wish to
him.   I had in the meantime no reason for doing so.
In the instructions regarding boat traffic it was laid
down that boat communication from ship to ship was
forbidden and that no boats were to be lowered. Fire
would be opened on any boats lowered in contravention
of these orders. This regulation was at once made known
to the ships to avoid incidents. In spite of this a torpedo
boat which had not yet received the order and did not
know about it blundered. After an investigation by the
English Admiral I was informed by him, late at night,
that the matter had been cleared up and settled.
The 22 November was given over to the examination
of the ships. The English Examination Commission con-
sisted of a collection of naval officers, warrant officers,
petty officers, and men, all together. They appeared to
be drawn from English ships of similar classes to the ones
of ours they were to search. The English ordered that
the German ships* companies were to remain on deck,
away from the guns, that all spaces and lockers were to
be left open, that plans of the ships, states of the ships'
companies, interpreters, and guides were to be kept ready.
The examination for confirmation of disarmament was
carried out thoroughly. For instance, in the bunkers the
coal was turned over, in the magazines the chests and
boxes which happened to be stowed there were opened.